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Chapter 1 by Lex 


Knock is the worlds shortest horror story. 
The last man on Earth sat alone inaroom, 
There was a knock on the door.~~ 


Did you know? Groomsmen were originally at wedding to protect the bride from being 
captured by another suitor. 


Did you know?: You are never actually touching anything. Your atoms' electrons repel objects 
when they are 10°-8 inches away from you, but you can however feel the force of the 
resistance. Technically right now you're hovering. 


There is anaturally PINK lake in Australia called Lake Hillier. 
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